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7 July 1981 
STAT semonanp@m FoR: [— 
VIA: C/NFAC PME Staff 
SUBJECT: OSWR Space and Manpower Requirements 


1. Projections for personnel ceilings, including part-time, 
co-ops, graduate fellows, contractors and consultants are as follows: 


Current 1987 2000 


TAT eee 


Growth through 1987 will be primarily non-military and third world. 
Growth through the year 2000 will include substantial third world 
military growth as well. 


2. Projections for space, including TADS, tape vaults, stand 
alone minicomputers as well as people are as follows: 


Current 1987 2000 


Besides people the major space growth will be due to growth of TADS 
and data storage. 


STAT 


Deputy Director 
Scientific and Weapons Research 
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